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BACKGROUND 

Pelvic  organ  prolapse  (POP)  can  be 
associated  with  sexual,  defecatory,  and 
urinary  dysfunction 

3ft£  most  common  reason  for  hysterectomy 
and  an  11%  lifetime-risk  of  surgery  for  POP 

30%  re-operation  after  initial  surgery 

Native  tissue  augmentation  includes  synthetic 
mesh  or  biologic-derived  graft  which  can 
increase  durability  and  longevity  of  repair 
Significant  complications  including 
dyspareunia,  contractions,  erosions  and 
fistulas  appear  materia  I- dependent 


Tissue  Augmentation  Options 
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Encapsulation 
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Integration 

Xenograft 

^pordnej  x  Absortiable 
^  *  (constructive 

\  remodeling} 

Allograft 
(human) 

Porcino  Extracellular  Matrix 


Methods 

■  Case  Series 

-  64  patients  with  Porcine  Extracellular  Matrix 

-  Variety  of  level  1  and  2  defects 

*  Outcome 

-  Support  (POP-Q  @  3  mos) 

-  Durability  of  repair  (POP-Q  yearly) 

-  I  ntra  /  Po  stope  ra  live  com  pi  ica  tion  s 

*  Charts  at  our  institution  between  2010-2015 
were  reviewed 

*  Preoperative  PQP-Q  scores  measuring  level  1 
and  level  2  support  ranged  from  -2  to  +6  at  most 
presenting  pad 

*  Total  of  93  pelvic  reconstruction  procedures 
performed: 

-  61  anterior  repairs 

-  Includes  17  TVHs  with  uterosacral 
ligament  suspension  and  6  concurrent 
posterior  repairs 

*  27  additional  posterior  repairs 

-  2  vag  i  na  f  pa  ravag  sne  I  repa  irs 

*  3  bilateral  sacrospinous  col  pope  xies 
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Results 

PQP-Q  scores  obtained  from  3-72  months 
(median  -  54)  poslopera  lively 

Durable  global  level  1  and  2  support  with  most 
patient  at  -3  scores  at  presenting  part 

No  significant  surgical  or  product  complications 
were  identified 

Postoperative 

-  2  anatomical  failures  to  anterior  or  apical 
scores  of  -1  at  most  presenting  part 

-  Only  1  symptomatic  case  needed 
reoperation  (enterocele) 


CONCLUSION 

*  Pord  ne  Extrace]  I  ula  r  Ma  Iri  x 

-  Is  technically  easy  to  use 

-  Provides  durable  POP  repair 

-  No  complications  associated  with  matrix 
-  No  host-graft  rejection 

-  Limitations 

*  Observational  case  series 

*  No  controls  or  randomization 

*  Future  Directions 

*  Prospective  trial  comparing  autologous  and 
absorbable  xenograft  repairs 

*  QoL  evaluation 

*  Cost  effectiveness  evaluation 
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